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PAGE 01 STATE 130487 
ORIGIN SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018R 

DRAFTED BY A/SY/OPS/T:CHDAUGHERTY:JW 
APPROVED BY A/SY/OPS/T:M H MUSSER 
A/SY/OPS/T - C PELCZYNSKI 
DESIRED DISTRIBUTION 
SY/OPS/FO/EUR, A/SY/OPS/FO/EUR 

087503 231408Z/75 

R 231256Z MAY 78 
FM SECSTATE WASHDC 
TO AMEMBASSY ATHENS 


LIMITED OFFICIAL USE STATE 130487 

FOR OIC/RTC FROM SY/OPS/T 

E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: WALK-THRU METAL DETECTOR FOR ATHENS POSTS 
REF: YOUR MEMORANDUM DTD MAY 11, 1978 

1 . REQUEST FOR WTMD HAS BEEN RECEIVED BY SY/OPS/T. 

2. SHORTAGE OF DETECTORS NECESSITATES ALL REQUESTS BEING 
PUT ON A WAITING LIST. DISTRIBUTION OF WTMD'S IS DETER- 
MINED BY POST TERRORIST THREAT LEVEL AND DATE OF RECEIPT 
OF REQUEST FOR ITEM. A FORMULA HAS BEEN INITIATED TO 

ALLOW A LOW CATEGORY POST TO RECEIVE A UNIT WITHOUT AN UNDO 
WAITING PERIOD. CATEGORY I POSTS WILL RECEIVE WTMD'S AS 
SOON AS UNITS ARE AVAILABLE. 

LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 STATE 130487 

3. POST. RSO, AND RTC WILL BE ADVISED BY SEPTEL WHEN WTMD 
HAS BEEN SHIPPED. FROM SHIPPING DATE, ITEM SHOULD BE AT 
POST WITHIN FOUR DAYS IF TRAVELING BY AIR CARRIER. LAND 
CARRIERS WILL TAKE LONGER. 

4. EVERY EFFORT WILL BE MADE TO MEET YOUR ESTIMATED 
NEED DATES. VANCE 
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